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ENVIRONMENTAL  PROTECTION 
AGENCY 

40  CFR  Part  265 

[SW  FRL  1758-4] 

Interim  Status  Standards  for  Owners 
and  Operators  of  Hazardous  Waste 
Treatment,  Storage  and  Disposal 
Facilities 

AGENCY:  Environmental  Protection 
Agency. 

ACTION:  Amendment  to  interim  final 
rule. 

SUMMARY:  On  May  19, 1980,  EPA 
promulgated  regulations  applicable  to 
hazardous  waste  landfills  which 
prohibited  the  landfilling  of  ignitable 
wastes  as  of  November  19, 1980.  EPA  is 
today  amending  the  regulations  to  allow 
liquid  ignitable  wastes  in  containers  to 
be  disposed  of  in  landfills  until  May  19, 
1981,  provided  that  the  containers  are 
landfilled  in  such  a  manner  that  the 
wastes  are  protected  from  any  material 
or  conditions  which  could  cause  them  to 
ignite.  This  amendment  is  to  provide 
temporary,  although  restrictive,  relief  to 
waste  generators  and  landfill  operators 
and  to  provide  an  opportunity  for  public 
comment  on  the  alleged  lack  of 
available  alternatives  to  comply  with 
the  May  19, 1980  regulation  with  respect 
to  containerized  liquid  ignitable  wastes 
in  landfills. 

DATES:  Effective  on  February  20, 1981. 
Comments  are  due  on  or  before  April  10, 
1981.  A  public  hearing  will  be  held  on 
March  25, 1981,  from  9:00  a.m.  to  4:00 
p.m. 

addresses:  Comments  should  be 
addressed  to  Deborah  Villari,  Docket 
clerk,  Office  of  Solid  Waste  (WH-562), 
U.S.  Environmental  Protection  Agency, 
401  M  Street,  SW.,  Washington,  D.C. 
20460.  Comments  should  identify  the 
regulations  docket  as  follows:  “Docket 
No.  3004,  Section  265.312”.  The  official 
docket  for  this  regulation  is  located  in 
Room  2711.  U.S.  Environmental 
Protection  Agency,  401  M  Street,  SW., 
Washington,  D.C.  20460,  and  is  available 
for  viewing  from  9:00  a.m.  to  4:00  p.m., 
Monday  through  Friday,  excluding 
holidays. 

A  public  hearing  will  be  held  at  U.S. 
Environmental  Protection  Agency,  Room 
3906,  401  M  Street,  SW.,  Washington, 
D.C.  20460  on  March  25, 1981.  from  9:00 
a.m.  to  4:00  p.m. 

FOR  FURTHER  INFORMATION  CONTACT*. 

For  general  information,  contact 
Kenneth  Shuster,  Office  of  Solid  Waste 
(WH-564),  U.S.  Environmental 
Protection  Agency,  401  M  Street,  SW., 
Washington,  D.C.  20460,  (202)  755-9125. 


For  information  on  implementation, 
contact: 

Region  I,  Dennis  Huebner,  Chief, 
Radiation,  Waste  Management 
Branch,  John  F.  Kennedy  Building, 
Boston,  Massachusetts  02203,  (617) 
223-5775 

Region  II,  Dr.  Ernest  Regna,  Chief,  Solid 
Waste  Branch,  26  Federal  Plaza,  New 
York,  New  York  10007,  (212)  264-050 4/ 
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Region  III,  Robert  L.  Allen  Chief, 
Hazardous  Materials  Branch,  6th  and 
Walnut  Streets,  Philadelphia, 
Pennsylvania  19106,  (215)  597-0980 
Region  IV,  James  Scarbrough,  Chief, 
Residuals  Management  Branch,  345 
Courtland  Street,  NE.,  Atlanta, 

Georgia  30368,  (404)  881-3016 
Region  V,  Karl  J.  Klepitsch,  Jr.,  Chief, 
Waste  Management  Branch,  230  South 
Dearborn  Street,  Chicago,  Illinois 
60604,  (312)  353-2197 
Region  VI,  Stan  Jorgensen,  Acting  Chief, 
Solid  Waste  Branch,  First 
International  Building,  1201  Elm 
Street,  Dallas,  Texas  75270,  (214)  767- 
2645 

Region  VII,  Robert  L.  Morby,  Chief, 
Hazardous  Material  Branch,  324  E. 

11th  Street,  Kansas  City,  Missouri 
64106,  (816)  374-3307 
Region  VIII,  Lawrence  P.  Gazda,  Chief, 
Waste  Management  Branch,  1860 
Lincoln  Street,  Denver,  Colorado 
80203,  (303)  837-2221 
Region  IX,  Arnold  R.  Den,  Chief, 
Hazardous  Materials  Branch,  215 
Fremont  Street,  San  Francisco, 
California  94105,  (415)  556-4606 
Region  X,  Kenneth  D.  Feigner,  Chief, 
Waste  Management  Branch,  1200 
Sixth  Avenue,  Seattle,  Washington 
98101  (206)  442-1260 
SUPPLEMENTAL  INFORMATION: 

I.  Introduction 

On  May  19, 1980,  EPA  promulgated 
hazardous  waste  regulations  in  40  CFR 
Parts  260-265  (45  FR  33066  et  seq.)  which 
established,  in  conjunction  with  earlier 
regulations  promulgated  on  February  26, 
1980  (45  FR  12721  et  seq.),  the  principal 
elements  of  the  hazardous  waste 
management  program  under  Subtitle  C 
of  the  Resource  Conservation  and 
Recovery  Act  of  1976,  as  amended,  (42 
U.S.C.  6921,  et  seq.).  Part  265  of  the  May 
19  regulations  set  forth  standards 
applicable  to  owners  and  operators  of 
hazardous  waste  treatment,  storage,  and 
disposal  facilities  during  the  "interim 
status”  period.  Subpart  N  (§§  265.300- 
265.339)  of  those  regulations  established 
interim  status  standards  applicable  to 
landfills. 

Section  265.312  of  these  standards 
provides  in  part  that  ignitable  or 


reactive  waste  must  not  be  placed  in  a 
landfill,  unless  the  waste  is  treated, 
rendered,  or  mixed  before  or 
immediately  after  placement  in  the 
landfill  so  that  the  resulting  waste, 
mixture,  or  dissolution  of  material  no 
longer  meets  the  definition  of  ignitable 
or  reactive  waste  under  §§  261.21  and 
261.23.  This  standard,  promulgated  as  an 
interim  final  regulation,  became 
effective  on  November  19, 1980. 

II.  Basis  for  the  Prohibition  Against 
Landfilling  Ignitable  Wastes 

EPA  promulgated  the  prohibition 
against  landfilling  ignitable  wastes 
because  of  the  environmental  risks 
associated  with  this  disposal  practice. 
These  wastes,  when  placed  in  a  landfill, 
increase  the  potential  for  a  fire.  Fires  at 
landfills  are  frequently  very  difficult  to 
extinguish:  some  burn  or  smolder  for 
months  or  even  years.  Often,  soaking 
the  site  with  water  is  not  sufficient  to 
extinguish  a  landfill  fire.  In  many  cases, 
the  waste  must  be  excavated  and 
physically  mixed  with  water.  Such  use 
of  water  increases  the  risks  of  ground 
and  surface  water  contamination. 

Where  excavation  is  needed  to  put  out  a 
fire,  the  exposure  of  workers  to 
hazardous  waste,  explosions,  and  toxic 
fumes  is  increased.  Also,  if  future 
excavation  is  needed  at  a  site  for 
remedial  actions  (e.g.,  in  cases  of  ground 
water  contamination),  drums  containing 
ignitable  wastes  pose  a  serious  safety 
problem.  Fires  themselves  emit  toxic 
fumes  and/or  other  air  pollutants  and 
may  trigger  explosions  of  drums  of 
ignitable  wastes.  In  summary,  fires  at 
landfills  are  generally  very  damaging  to 
the  environment  and  often  injurious  to 
human  health.  (Detailed  information  on 
the  hazards  of  landfilling  ignitable 
wastes  is  contained  in  the  Background 
Document,  as  amended,  for  Part  265, 
Subpart  N  of  the  May  19, 1980 
regulations.) 

III.  Short-Term  Problems  in 
Implementing  the  Prohibition  Against 
Landfilling  Containerized  Liquid 
Ignitable  Wastes 

Since  EPA  promulgated  the 
prohibiition  in  §  265.312,  many 
generators  and  landfill  operators  have 
contacted  EPA  to  express  their  concern 
that  the  six-month  time  period  allotted 
for  compliance  with  §  265.312  was  too 
short  with  respect  to  containerized 
(drummed)  liquid  ignitable  wastes. 

These  commenters  cited  the  lack  of 
alternative  capacity  to  treat  or  dispose 
of  these  wastes  and  the  potential  safety 
hazards  associated  with  certain  storage 
or  disposal  options.  Some  other  facility 
operators,  however,  stated  that 
alternative  capacity  and  safe  methods  to 


Federal  Register  /  Vol.  46,  No.  34  /  Friday,  February  20,  1981  /  Rules  and  Regulations 


13493 


handle  these  wastes  are  available.  The 
principal  problems  are  discussed  below. 

In  the  past,  containerized  ignitable 
liquid  wastes,  often  in  large  volumes, 
have  been  disposed  of  at  many  of  the 
major  commercial  landfills.  Typically, 
these  are  two-phase  wastes,  i.e.,  sludges 
(semi-solid  wastes)  with  both  solid  and 
liquid  phases.  The  liquid  phase  is  often 
the  phase  that  exhibits  the  characteristic 
of  ignitability,  thereby  causing  the  waste 
to  be  a  hazardous  waste.  Paint  wastes 
and  spent  solvents  are  the  most  common 
of  these  liquid  ignitable  wastes. 

Because  of  the  high  solids  content  of 
many  of  these  wastes,  they  are  not 
easily  incinerated  (particularly  in  liquid 
injection  incineration,  where  the  solids 
tend  to  plug  the  injection  nozzles).  For 
the  same  reason,  these  wastes  cannot 
easily  be  injected  through  deep  wells. 
Also,  most  incinerators  (even  some 
rotary  kilns)  are  unable  to  burn  wastes 
in  metal  drums.  Other  options  for 
handling  liquid  ignitable  wastes,  such  as 
solvent  recovery,  land  treatment,  and 
chemical,  physical,  or  biological 
treatment,  can  successfully  be  used  to 
treat  some  but  not  all  of  these  wastes. 

Even  when  it  is  technically  feasible  to 
handle  liquid  ignitable  waste  in 
incinerators,  deep  wells,  or  other 
facilities,  such  facilities  may  not  always 
be  readily  available.  A  December  1980 
EPA  report 1  indicates  that  several  large 
areas  of  the  United  States  have  limited 
or  no  commercial  incinerator  and  deep 
well  capacity.  Three  of  the  ten  EPA 
Regions  have  no  commercial 
incinerators  and  three  other  Regions 
have  only  one  each.  The  entire  western 
region  of  the  United  States  has  only  one 
commercial  incinerator.  Many  . 
incinerators  are  capable  of  handling 
only  certain  types  of  wastes,  and 
incinerators  frequently  experience 
extensive  down  time  for  maintenance  or 
repairs  to  refractory  walls  and  air 
pollution  control  equipment,  thereby 
diminishing  available  capacity.  Off-site 
deep-well  injection  facilities  are  even 
more  scarce  than  incinerators  in  some 
areas  of  the  country.  In  eight  of  EPA’s 
Regions  there  are  no  commercial  deep- 
well  injection  facilities  to  dispose  of 
hazardous  waste.  (The  two  Regions  that 
have  deep  wells  are  included  among  the 
same  Regions  that  have  incinerators.) 
Similarly,  capacity  to  handle  drummed 
liquid  ignitable  wastes  through  other 
treatment  or  disposal  options  may  not 
be  sufficient  to  treat  or  dispose  of  all  of 
these  wastes.  Thus,  some  generators 
may  have  to  transport  liquid  ignitable 


1  Booz,  Allen  &  Hamilton,  Inc.  and  Putnam,  Hayes 
&  Bartlett,  Inc.  Hazardous  Waste  Generation  and 
Commercial  Hazardous  Waste  Management 
Capacity — An  Assessment.  EPA  (SW-694). 
December  1980. 


wastes  for  many  hundreds  of  miles  or 
even  more  to  dispose  of  them. 

An  additional  problem  related  to 
implementation  of  §  265.312  involves 
worker  safety.  Removing  ignitable 
wastes  from  containers  in  order  to  treat 
them  “before  or  immediately  after 
placement  in  the  landfill”  so  that  the 
resulting  wastes  are  no  longer  ignitable 
wastes  (as  required  by  the  EPA 
regulations)  is  not  presently  practiced  at 
all  landfills  and  could  present  hazards 
to  workmen  and  facilities.  Operations  to 
remove  and  treat  liquid  ignitable  wastes 
must  be  carried  out  with  considerable 
care  to  avoid  ignition.  Also,  many 
ignitable  wastes  are  volatile  and  toxic 
and  pose  a  hazard  from  this  standpoint 
if  they  are  not  carefully  handled.  Given 
these  considerations,  some  of  the  major 
commercial  landfill  operators  have 
stated  that  they  need  more  time  to 
implement  safe  handling  procedures. 
(Opinion  on  this  issue  is  not  uniform, 
however.  Some  landfill  operators  do 
open  drums  or  pour  materials  into  the 
drums  through  bung-holes  to  render  the 
resulting  material  non-ignitable.) 

Citing  the  various  problems  listed 
above,  in  the  summer  and  fall  of  1980. 
several  landfill  operators  and  waste 
generators  asked  EPA  whether  the 
requirement  of  §  265.312  could  be  met  by 
carefully  placing  containerized 
(drummed)  liquid  ignitable  wastes  in 
landfill  cells,  segregating  them  from 
wastes  which  could  cause  them  to 
ignite,  and  immediately  covering  them 
with  earthen  material.  Initially,  the 
Agency’s  informal  response  to  a  number 
of  these  inquiries  was  yes.  However,  • 
EPA  has  since  reconsidered  its  response 
and  has  concluded  that,  as  written, 
i  265.312  does  not  allow  the  practices 
suggested.  Although  these  practices 
reduce  the  chance  of  ignition,  the  wastes 
in  the  containers  would  still  be  ignitable 
under  §  261.21;  thus  §  265.312  precludes 
its  landfilling.  Thus,  the  May  19, 1980 
regulations  do  not  allow  the  suggested 
practice  to  provide  relief  from  the 
problems  discussed  above. 

IV.  Today's  Amendment 

As  explained  in  Section  III  of  this 
preamble,  there  are  strong  indications 
that  §  265.312  can  be  complied  with  in 
many  areas  of  the  United  States.  In 
those  areas,  either  alternatives  to 
landfilling  are  available  in  adequate 
supply  for  all  types  of  liquid  ignitable 
wastes,  or  else  the  wastes  are  safely 
mixed  with  other  materials  and 
rendered  non-ignitable  prior  to 
landfilling.  However,  serious  questions 
have  been  raised  by  a  significant 
number  of  generators  and  landfill 
operators  concerning  their  ability  to 
comply  with  §  265.312.  This 


circumstance  appears  to  be  particularly 
prevalent  throughout  the  western  half  of 
the  United  States,  which  may  lack 
sufficient  alternatives  to  treat  or  dispose 
of  all  those  wastes  or  capacity  to  safely 
render  them  non-ignitable. 

In  light  of  the  above  considerations, 
EPA  believes  it  is  prudent  to  extend  the 
deadline  for  complying  with  §  265.312 
with  respect  to  containerized  liquid 
ignitable  wastes  until  May  19, 1981. 
During  this  time,  EPA  will  hold  a  public 
hearing  and  accept  written  comments  to 
establish  whether  a  real  problem  exists 
and  to  determine  an  appropriate 
response.  In  granting  this  very  brief 
extension,  however,  EPA  believes  that 
those  who  allege  that  they  need  a 
further  extension  have  an  obligation  to 
clearly  demonstrate  this  need.  EPA  will 
not  extend  this  deadline  any  further 
unless  commenters  present  a  convincing 
case,  based  upon  adequate  supporting 
data,  that  §  265.312  cannot  be  safely 
complied  with  by  May  19, 1981. 

The  extension  of  the  compliance 
deadline  is  being  granted  subject  to 
certain  conditions.  Liquid  ignitable 
wastes  may  be  placed  in 'a  landfill 
without  being  treated  to  render  them 
non-ignitable  only  if: 

1.  They  are  placed  in  the  landfill  in 
non-leaking  containers; 

2.  They  are  carefully  handled  and 
placed  in  the  landfill  so  as  to  avoid  heat, 
sparks,  rupture  or  any  other  condition 
that  might  cause  ignition  before  and 
during  that  placement; 

3.  They  are  covered  with  soil  or  other 
suitable  non-combustible  material  soon 
after  placement  to  minimize  the 
potential  for  ignition;  and 

4.  They  are  not  placed  in  landfill  cells 
which  contain  or  will  contain  other 
wastes  that  could  generate  heat 
sufficient  to  produce  temperatures  that 
exceed  the  flash  point  of  the  liquid 
ignitable  wastes. 

The  Agency  believes  that  these 
conditions  will  provide  protection  of 
human  health  and  the  environment  until 
the  ban  on  landfilling  liquid  ignitable 
wastes  in  containers  can  be 
implemented  nationwide.  It  requires 
handling  methods  to  prevent  ignition 
during  both  handling  and  placement, 
and  minimizes  the  potential  for  ignition 
of  the  wastes  after  placement  in  a 
landfill  by  requiring  cover  and 
prohibiting  co-disposal  with  wastes  that 
could,  at  present  or  in  the  future,  cause 
ignition.  The  containers  must  be  non¬ 
leaking  and  be  handled  to  avoid  rupture 
during  placement  in  the  landfill. 

Procedures  to  implement  the  required 
precautions  are  already  used  routinely 
in  well-operated  landfills.  Commonly,  a 
bulldozer  or  other  earthmoving 
equipment  used  to  cover  the  waste 
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merely  pushes  or  places  the  soil  or  other 
cover  material  on  top  of  the  containers 
without  coming  in  contact  with  or 
crushing  the  containers.  In  a  recent 
inspection  of  over  20  off-site  hazardous 
waste  landfills  (conducted  by  EPA 
between  June  and  October  1980),  EPA 
learned  that  the  operators  of  all  of  the 
visited  landfills  which  receive  and 
dispose  of  drummed  wastes  already 
handle  and  dispose  of  the  drums  in  this 
manner.  This  practice  assures  worker 
safety  and  reduces  the  potential  for 
explosions,  fires,  and  injuries  or  deaths 
which  could  result  from  running 
bulldozers  over  drums,  as  demonstrated 
by  a  number  of  past  incidents.  Of 
course,  eventually,  containers  (e.g.,  steel 
drums)  in  landfills  do  decay  and  leak.  It 
is  not  the  intent  of  this  regulation  to 
require  that  the  containers  permanently 
remain  intact  after  the  disposal 
operation  (placement  and  covering)  is 
completed.  So  long  as  the  precautions 
required  by  today's  regulations  are 
taken,  risks  of  ignition  of  the  drummed 
wastes  will  be  minimized  even  if  the 
drums  eventually  leak  at  some  future 
time. 

Using  a  cover  consisting  of  soil  or 
other  appropriate  material  and 
segregating  incompatible  wastes  in  the 
landfill,  as  required  by  today’s 
regulations,  will  limit  exposure  of 
wastes  to  conditions  which  could  cause 
ignition.  Cover  should  generally  be 
placed  over  each  row  or  layer  of 
containers.  “Other  suitable  non¬ 
combustible  material"  is  allowed  as 
cover  instead  of  or  in  addition  to  soil, 
since  other  materials,  such  as  industrial 
sludges  or  wastes,  may  sometimes  be 
used  effectively.  Wastes  used  for  cover 
over  ignitable  wastes  must  not  be  hot  or 
able  to  generate  enough  heat  to  ignite 
the  waste  (e.g.,  by  solar  heat).  Municipal 
waste  or  sludge  when  decomposing 
frequently  generates  heat  in  excess  of 
140°  F  (the  ignition  level  in  the  definition 
of  ignitable  wastes)  and  therefore  is  not 
suitable  for  co-disposal  with  ignitable 
waste  (in  the  same  landfill  cell)  unless 
stabilized  by  composting  so  that 
decomposition  heat  will  not  be 
generated. 

V.  Request  for  Comments 

£PA  has  extended  the  compliance 
date  for  the  prohibition  in  §  265.312  only 
with  respect  to  containerized  liquid 
ignitable  wastes  and  has  limited  the 
extension  to  the  shortest  practicable 
time  consistent  with  giving  short-term 
relief  to  generators  and  landfill 
operators  who  allege  that  they  need 
more  time  to  comply.  However,  EPA  is 
not  willing  to  further  extend  this 
deadline  unless  it  receives  convincing 


evidence  that  such  an  extension  is 
necessary. 

EPA  expects  those  who  seek  a  further 
extension  of  the  compliance  date  to 
demonstrate  the  need  for  the  extension. 
Furthermore,  any  commenter  requesting 
a  further  extension  should  indicate  what 
steps  he  is  taking  to  comply  with  the 
prohibition  and  how  much  time  is 
needed  to  complete  those  steps. 

We  have  listed  below  several 
questions  which  we  need  to  consider  in 
detail  if  any  further  extension  is  to  be 
granted.  EPA  welcomes  comments  not 
only  from  generators  and  landfill 
operators  who  are  having  difficulty  in 
complying  but  also  from  those  who  are 
successfully  complying  by  using  various 
treatment,  recovery  or  disposal  options. 

In  addition,  we  welcome  comments  from 
operators  of  incinerators,  solvent 
recovery  facilities,  deep  w'ells,  land 
treatment  facilities,  and  chemical, 
physical  and  biological  treatment 
facilities  which  could  accept  certain 
types  of  containerized  liquid  ignitable 
wastes  but  are  presently  operating  at 
less  than  full  capacity.  Finally,  we 
welcome  comments  from  members  of 
the  public  who  are  aware  of  practices  or 
facilities  that  can  help  enable  all 
members  of  the  regulated  community  to 
comply  with  the  prohibition. 

EPA  solicits  detailed  information 
which  would  help  answer  the  following 
factual  questions  and  policy  issues  in 
whole  or  in  part: 

1.  What  types  of  wastes  (e.g.,  solvents, 
paint  wastes)  are  assumed  or  known  by 
generators  to  be  ignitable  and  are  being 
stored  at  generators’  facilities  or  are 
being  stockpiled  elsewhere  because  of 
an  apparent  lack  of  available  treatment, 
recovery  or  disposal  options?  For  each 
such  waste: 

a.  What  properties  limit  the  options 
for  treating,  recovering  or  disposing  of 
the  waste? 

b.  What  quantities  are  presently  being 
stored,  at  what  rate  are  more  wastes 
being  generated,  and  how  are  these 
quantities  and  rates  distributed 
throughout  the  United  States? 

c.  What  measures  have  generators 
taken  or  are  they  currently  taking  to 
seek  facilities  to  accept  and  treat, 
recover  or  dispose  of  these  wastes?  How 
large'  a  geographical  area  have  these 
generators  surveyed  to  find  a  suitable 
facility  to  accept  these  wastes?  What 
federal  and  state  agencies  and  waste 
management  and  recovery  firms  and 
associations  have  the  generators 
contacted  to  find  a  suitable  facility? 

2.  What  safe  methods  are  presently 
used  at  landfills  and  treatment  and 
recovery  facilities  to  manage  drums  of 
liquid  ignitable  wastes  in  compliance 
with  §  265.312?  How  long  would  it  take  a 


facility  which  does  not  presently  use 
those  methods  to  implement  them? 

3.  What  facilities  are  available  to 
treat,  recover  or  dispose  of  these  wastes 
and  are  operating  at  less  than  full 
capacity?  Where  are  these  facilities 
located?  Which  types  of  liquid  ignitable 
wastes  can  they  handle,  what  types  of 
restrictions  do  they  impose  on  the 
wastes  which  they  do  handle,  and  how 
much  excess  capacity  do  they  presently 
have?  Consider  at  least  the  following 
types  of  facilities: 

a.  Incinerators.  * 

b.  Solvent  recovery  facilities. 

c.  Chemical,  physical  or  biological 
treatment  facilities. 

d.  Generators  or  landfills  which  treat, 
render  or  mix  the  liquid  ignitable  waste 
so  that  the  resultant  waste  or  waste 
residue  or  mixture  is  no  longer  ignitable. 

e.  Land  treatment. 

f.  Deep  well  injection. 

VI.  Effective  Date 

Section  3010(b)  of  RCRA  provides  that 
EPA’s  hazardous  waste  regulations  and 
revisions  thereto  take  effect  six  months 
after  their  promulgation.  The  purpose  of 
this  statutory  requirement  is  to  allow 
persons  affected  by  the  regulations 
sufficient  lead  time  to  prepare  to  comply 
with  major  new  regulatory  requirements. 
Since  an  effective  date  six  months  after 
promulgation  would  defeat  the  purposes 
of  today’s  amendment,  the  Agency  is 
making  it  effective  today. 

The  Agency  is  not  able  to  make 
today’s  amendment  retroactive  to 
November  19, 1980,  the  effective  date  of 
the  requirement  of  §  265.312  which 
today’s  amendment  modifies.  However, 
the  Agency  will  exercise  its  enforcement 
discretion  by  not  taking  enforcement 
action  against  those  persons  who 
managed  containerized  liquid  ignitable 
waste  in  accordance  with  today’s 
amendment  between  November  19, 1980 
and  today. 

Dated:  February  13, 1981. 

Walter  C.  Barber,  Jr., 

Acting  Administrator. 

40  CFR  Part  265  is  amended  by 
revising  §  265.312  to  read  as  follows: 

§  265.312  Special  requirements  for 
ignitable  or  reactive  waste. 

(a)  Except  as  provided  in  paragraph 
(b)  of  this  Section,  ignitable  or  reactive 
waste  must  not  be  placed  in  a  landfill, 
unless  the  waste  is  treated,  rendered,  or 
mixed  before  or  immediately  after 
placement  in  the  landfill  so  that: 

(1)  The  resulting  waste,  mixture,  or 
dissolution  of  material  no  longer  meets 
the  definition  of  ignitable  or  reactive 
waste  under  §  §  261.21  or  261.23  of  this 
Chapter,  and 
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(2)  Section  265.17(b)  is  complied  with, 
(b)  Until  May  19, 1981,  liquid  ignitable 
wastes  in  containers  may  be  landfilled 
without  meeting  the  requirement  of 
paragraph  (a)  of  this  Section,  provided 
that  the  wastes  are  disposed  in  such  a 
way  that  they  are  protected  from  any 
material  or  conditions  which  may  cause 
them  to  ignite.  At  a  minimum,  these 
liquid  ignitable  wastes  must  be  disposed 
in  non-leaking  containers  which  are 
carefully  handled  and  placed  so  as  to 
avoid  heat,  sparks,  rupture  or  any  other 
condition  that  might  cause  ignition  of 
the  wastes;  must  be  covered  with  soil  or 
other  non-combustible  material  to 
minimize  the  potential  for  ignition  of  the 
wastes;  and  must  not  be  disposed  in 
cells  that  contain  or  will  contain  other 
wastes  which  may  generate  heat 
sufficient  to  cause  temperatures  equal  to 
or  exceeding  the  flash  point  of  the 
wastes. 

(FR  Doc.  81-5859  Filed  2-19-81;  8:45  am| 

BILLING  CODE  6560-30-M 


Reader  Aids 


Federal  Register 

Vol.  46,  No.  34 
Friday,  February  20,  1981 


INFORMATION  AND  ASSISTANCE 


PUBLICATIONS 

Code  of  Federal  Regulations 

CFR  Unit 

202-523-3419 

523-3517 

General  information,  index,  and  finding  aids 

523-5227 

Incorporation  by  reference 

523-4534 

Printing  schedules  and  pricing  information 

523-3419 

Federal  Register 

Corrections 

523-5237 

Daily  Issue  Unit 

523-5237 

General  information,  index,  and  finding  aids 

523-5227 

Public  Inspection  Desk 

633-6930 

Scheduling  of  documents 

523-3187 

Laws 

Indexes 

523-5282 

Law  numbers  and  dates 

523-5282 

523-5266 

Slip  law  orders  (GPO) 

275-3030 

Presidential  Documents 

Executive  orders  and  proclamations 

523^233 

Public  Papers  of  the  President 

523-5235 

Weekly  Compilation  of  Presidential  Documents 

523-5235 

Privacy  Act  Compilation 

523-3517 

United  States  Government  Manual 

523-5230 

SERVICES 

Agency  services 

523-3408 

Automation 

523-3408 

Dial-a-Reg 

Chicago,  III. 

312-663-0884 

Los  Angeles,  Calif. 

213-688-6694 

Washington,  D.C. 

202-523-5022 

Magnetic  tapes  of  FR  issues  and  CFR 

volumes  (GPO) 

275-2867 

Public  briefings:  “The  Federal  Register — 

What  It  Is  and  How  To  Use  It" 

523-5235 

Public  Inspection  Desk 

633-6930 

Regulations  Writing  Seminar 

523-5240 

Special  Projects 

523-4534 

Subscription  orders  and  problems  (GPO| 

783-3238 

TTY  for  the  deaf 

523-5239 

FEDERAL  REGISTER  PAGES  AND  DATES, 

FEBRUARY 

10135-10450 . 2 

10451-10704 . 3 

10705-10894 . „4 

10895-11224 . 5 

11225-11500 . 6 

11501-11654 . 9 

11 655-1 1800...... . 10 

11801-11942 . 11 

11943-12190 . 12 

12191-12468 . 13 

12469-12690 . 17 

12691-1 2940.. . . 18 

12941-13198 . 19 

13199-13496 . 20 


CFR  PARTS  AFFECTED  DURING  FEBRUARY 


At  the  end  of  each  month,  the  Office  of  the  Federal  Register 
publishes  separately  a  list  of  CFR  Sections  Affected  (LSA),  which 
lists  parts  and  sections  affected  by  documents  published  since 
the  revision  date  of  each  title. 


3  CFR 


Administrative  Orders: 

Presidential  Determinations. 

No.  81-2  of 

January  16.  1981 . 11225 

Memorandums: 

January  29,  1981 . 11227 

Executive  Orders: 

12044  (Revoked  by 

EO  12291) . 13193 

1 2092  (Revoked  by 

EO  12288) . 10135 

12174  (Revoked  by 

EO  12291) _ 13193 

12264  (Revoked  by 
EO  12290) . 12943 

12278  (correction) . 10895 

12279  (correction) . . . 10897 

12288 . 10135 

1 2289.. . . 12693 

12290  . 12943 

12291  . 13193 

Proclamations: 

481 3  (Revoked  by 

Proc.  4820) . 12941 

4820 . 12941 

4818  . 11801 

4819  . 12691 

4  CFR 

20 . 10451 

5  CFR 

Ch.  XIV . 11655 

213 . 11229 

752 . 12191 

2424.. . . „ . 12191 

351. . . . ....13199,  13200 

Proposed  Rules: 

410 . 13222 

6  CFR 

705  . : . .  11229 

706  . 11229 

707  . 11229 

7  CFR 

Ch.  1 . 11501 

Ch.  II . 11501 

Ch.  IX . 11501 

Ch.  XVIII . 11501 

Ch.  XXVIII . 11501 

29 . 10451 

724 . 11229 

726 . 11235 


905 . 10899,  11655,  11656 

907 . 10900,  11943,  12945 

910 . 11237,  12191,  13201 

1421 . 10137,  10900,  11803 

Proposed  Rules: 

985 . 


1007 . 12709 

1011 . 12709 

1030 . 12709 

1032 . 12709 

1046 . 12709 

1049  . 12709 

1050  . 12709 

1062 . 12709 

1064  . 12709 

1065  . 12709 

1068 . 12709 

1071 . 12709 

1073 . 12709 

1076 . 12709,  13222 

1094 . 12709 

1096  . „.  12709 

1097  . 12709 

1098  . 12709 

1099  . 12709 

1102 . 12709 

1104 . „. . 12709 

1106 . 12709 

1108 . _. . 12709 

1120 . 12709 

1126 . 12709 

1131  . 12709 

1132  _ 12709 

1138 . 12709 

1701 . 10498,  11287 

1747 . „....  10746 

1941 . 11552 

1962 . 11666 

2851 . 10498 

8  CFR 

211 . 10901 

214 . 10901,  11501 

9  CFR 

Proposed  Rules: 

318 . 10500 

381- . 10500 

10  CFR 

21 . 13202 

2 . 12192 

30 . 11666 

34 . - . 11804 

40 . 11237,  11666 

50 . 11666 

70 . 11666.  12193,  12695 

72  _ 11666 

73  . 12193,  12696 

95 . 13203 

205 . 11237,  12945 

211  . 11943 

212  . .: . .  11804 

456 . 11943 

712 . 11943 

1020 . 11943 


Proposed  Rules: 
Ch.  I . 


12000 


10747 


Federal  Register  /  Vol.  46,  No.  34  /  Friday,  February  20,  1981  /  Reader  Aids 


50 . 10501,  11288 

140 . - . 12750 

211 . . . 11291 

12CFR 

203  . 11780 

206  . - . 11237 

217 . 10452 

544  . 10705 

545  . 10705 

546  . 10705 

552 . 11502 

571 . 10705 

700  . 13204 

701  . 12948 

Proposed  Rules: 

Ch.  II . 10747 

1 . 12978 

204  . 12981 

217 . 12981 

13CFR 

118  . - . 10455 

119  . 10455 

Proposed  Rules: 

120  . 12500 

124  . . . 10501 

14  CFR 

39 . 10140,  11503-11506, 

11944-11947, 12469-12474, 
12950 

43..  . 10705,  10902,  10903 

71 . 10903,  10904,  11507- 

11508,11948-11951,12475- 

12477,12951,12952 

73 . 12952-12954 

75 . 11952 

91 . 10705,  10902,  10903 

97 . 11509 

121  . 10705,  10902,  10903 

123 . 10705,  10902,  10903 

125  . 10705,  10902,  '0903 

135 . 10705,  10902,  10903 

145 . 10705,  10902,  10903 

207  . 10455 

208  . 10457 

212 . 10457 

214 . 10457 

298.. ... . 12477 

324 . 11806 

385 . 11807 

399 . 11808,  11809 

Proposed  Rules: 

Ch.  I . .  12981 

39 . 10163,  11552 

67 . 12001 

71 . 10164,  11553-11555, 

12001-12004,12500,12501, 
12982-12985 
75 . 12986 

207  . 10164 

208  . 10164 

212 . 10164,  12753 

214 . 10164 

241 . 11827 

252 . 11827 

298 . 11555 

15  CFR 

19 . 11657 

376 . 11809 

379 . 11809 

385 . 12955 

399.. . . 12955 


938 . 10141 

16  CFR 

13 . 12479 

1212 . 10458 

1500 . 11511 

Proposed  Rules: 

Ch.  1 . 10502,  12208 

13 . 10921,  12753,  13235 

423 . 10165 

436 . 11830,  12005 

457 . 10747 

1306 . „ . 11188 

17  CFR 

200 . 10904,  11810 

210  . 12480 

211  . 11513,  12698 

229  . 11952,  12480 

230  . 12195,  12480 

239  . 11952 

240  . 12480,  13205 

241  . 11544,  11954 

249  . 12480,  13205 

250  . 12480 

260 . 12480 

Proposed  Rules: 

1 . 11668 

210 . 12756,  12760 

229 . 12011,  12756 

239  . 12756,  12760 

240  . 12011 

270 . 12756,  12760 

274 . 12756,  12760 

18  CFR 

4 . 10458,  11811 

154 . . . 12198 

270  . . . 12198 

271  . 10141,  10460,  11811, 

11812 

273 . 12198 

282 . 10148,  11812 

292 . 11251 

Proposed  Rules: 

2 . 10165 

4  . 10165 

5  . 10165 

16 . 10165 

35 . 12208 

131 . 10165 

271 . ......11839-11842,  12760 

19  CFR 

355 . 10905,  12955,  13213 

20  CFR 

655 . 11253,  12205 

676  . 11253,  12205 

677  . 11253,  12205 

678  . 11253,  12205 

679  . 11253,  12205 

21  CFR 

14 . ;.  12205 

178 . ....10461 

193 . 12699 

510 . 10462,  10464 

520 . 10463 

522 . 10463,  13213,  13214 

548 . 13215 

558 . 10464 

561 . 12700,  12956 

1030 . 10465 


Proposed  Rules: 

207 . 

210 . . . 

225  . 

226  . 

351 . 

501 . 

510 . 

514 . 

558 . 

.12211,  13237 
.12211,  13237 
.12211,  1 3237 
.12211,  13237 

. 11292 

.12211,  13237 
.12211,  13237 
.12211,  13237 
.12211,  13237 

610 . . 

. 11672 

814 . 

. 12502 

868 . 

. 12212 

22  CFR 

18 . 

. 12857 

22 . 

. . 11968 

41 . 

. 10906 

901 . 

. 11180 

902 . 

. 11181 

903 . 

. 11181 

904 . 

. 11182 

905 . 

. 11183 

906 . 

. 11184 

907 . 

. 11184 

908 . 

. 11184 

909 . 

. 11184 

23  CFR 

140.* . 

..10706,  10906 

450™. . 

..10706,  10906 

630 . 

..10706,  10906 

655 . 

..10706,  10906 

656 . 

..10706,  10906 

765 . . . 

..10706,  10906 

Proposed  Rules: 

635 . 

. 10177 

1221 . 10922 


24  CFR 


42 . 

. 11550 

201 . 

. 11550 

215 . 

. 11550 

241 . 

. 11550 

300 . 

. 11550 

510 . 

. 11550 

885 . 

. 11550 

3282 . 

. 11550 

3500 . 

. 11550 

3610 . 

. 11550 

Proposed  Rules: 

203 . 

. 13237 

207 . 

. 13237 

220 . 

. 13237 

868 . 

. 10922 

25  CFR 

52 . 

. 10707 

53 . 

. 10707 

Proposed  Rules: 

700 . 

. 13237 

26  CFR 

1 . 

11255,  11971 

5 . 

. 11255 

7 . 

. 11255 

10 . 

. 11255 

15A . 

. 10708 

26a . 

. 10907 

31 . 

. 10148 

53 . 

. 11254 

55 . 

. 11255 

150 . 

. 11284 

Proposed  Rules: 

1 . 10510,  10749,  13241 

26a . 12502 

48 . 10923 

51 . 11292 

601 . 13241 

27  CFR 

4 . 12493 

9 . 12493 

19 . 12205 

211  . 12494 

212  . 12494 

240 . 12205 

245 . 12205 

250 . 12205 

270 . 12205 

275 . 12205 

Proposed  Rules: 

181 . 10512 

29  CFR 

1  . 10465,  11253,  12205 

2  . 10465 

4  . 11284,  11971,  12206 

5  . 10466,  11253,  12205 

6  . 11253,  12205 

207  . 12206 

208  . 12206 

209 . 12206 

541 . 11972,  12206 

1613 . 11284 

1903 . 11253,  12205 

1910 . 11253,  12205 

1952 . 11253,  12205 

1955 . 11253,  12205 

1990 . 11253,  11286,  12205 

2520 . 10465,  11253,  12205 

2550 . 10465,  11253,  12205 

2560 . 11253,  12205 

2608 . 10720,  12970 

2610 . 12970 

2615 . 10720,  12970 

2652 . 11658 

Proposed  Rules: 

Ch.  XIV . 10177 

29  . 12213 

505 . 11672 

1910 . 12020,  12213 

2510 . 11292,  12214 

2520 . 10512 

30  CFR 

71 . 10465 

90 . 10465 

211 . 10707 

221 . 10707 

231 . 10707 

250 . ......10707 

270 . 10707 

700 . 10707 

716 . 10707 

785 . 10707 

948.... . 10707 

950 . 10707 

Proposed  Rules: 

715 . 11672 

731  . 11843 

732  . 11843 

816  . 11672 

817  . 11672 

31  CFR 

51 . 10908 

32  CFR 

59 . 10908 


Federal  Register  /  Vol.  46,  No.  34  /  Friday,  February  20,  1981  /  Reader  Aids 


iii 


201 . 12494 

826 . 10708 

1292 . 13215 

2200 . 11659 

Proposed  Rules: 

504 . 11672 

33  CFR 

117 . 10706,  10906 

157 . 10706,  10906 

161 . 10706,  10906 

182 . 10706,  10906 

209 . 11659 

Proposed  Rules: 

1 . 12987 

92 . 12987 

155 . 11556 

161 . 12987 

207  . , . 10923 

34  CFR 

75  . 10153,  10721,  12495 

76  . 10721 

78 . 12495 

104 . 12495 

200  . 12495 

201  . 12495 

208  . 10153 

211 . 12495 

215 . 12495 

220 . 10153 

223 . 12495 

230  . 12495 

231  . 12495 

300. . 12495 

305 . 12495 

307 . 12495 

•  309 . 12495 

315 . 12495 

318 . 12495 

322 . 12495 

324 . 12495 

332 . 12495 

338 . 12495 

361  . 12495 

362  . 12495 

365  . 12495 

366  . 12495 

369  . 12495 

370  . 12495 

371  . 12495 

372  . 12495 

373  . 12495 

374  . 12495 

375  . 12495 

378  . 12495 

379  . ; . 12495 

385  . 12495 

386  . 12495 

387  . 12495 

388  . 12495 

389  . 12495 

390  . 12495 

395 . 12495 

408 . 12495 

525  . 12495 

526  . 12495 

527  . 12495 

605  . 11661 

606  . . . 11661 

624 . 12495 

642  . 11661 

643  . 11661,  12495 

644  . 11661,  12495 

645  . 11661,  12495 


646 . 

.11661,  12495 

649 . . 

. 12495 

655 . 

. 12495 

656 . 

. . 12495 

658 . 

. 12495 

660 . . . 

. . . 12495 

667 . 

. 12495 

668 . 

.11661,  12495 

674 . 

.11661,  12495 

675 . 

.11661,  12495 

676 . 

.11661, 12495 

682 . 

.11661,  12495 

683 . . 

.11661,  12495 

690 . . . 

.11661,  12495 

692 . 

. 11661 

726 . 

. 12495 

735 . 

. 12495 

740 . 

. 12495 

753 . 

. 12495 

757 . 

. 12495 

776 . 

. 10721 

778 . 

. 10721 

Proposed  Rules: 

100 . 

. 10516 

605 . 

. 11678 

606 . 

. 11678 

642 . 

. 11678 

643 . 

. 11678 

644 . . 

. 11678 

645 . 

. 11678 

646 . 

. 11678 

668 . 

. 11678 

674 . 

. 11678 

675 . . . . 

. 11678 

676 . 

. 11678 

682 . 

. 11678 

683 . 

. 11678 

690 . 

. 11678 

692 . 

. 11678 

35  CFR 

103 . 

.  ...12970 

36  CFR 

7 . 

. 12496 

219 . 

. 11501 

223 . 

..10497,  11501 

Proposed  Rules: 

7 . 

. 11556 

37  CFR 

2 . 

. 11548 

201 . 

. 12701 

307 . 

. .  10466 

38  CFR 

3 . 

. 11661 

Proposed  Rules: 

3 . 

. 12978 

39  CFR 

111 . 10154,  10721,  11548, 

12971 

Proposed  Rules: 

10 . 

. . 11296 

Ill . 

...11301,  12991 

776 . 

. 10513 

40  CFR 

6 . 

. 11972 

7 . 

. 11662 

51 . 

. 10910 

52 . 

..10910,  11972 

56 . 

..10911,  11972 

81 . 11813, 12496 

122  . 12414 

123  . 10487 

162 . 11972 

180 . 12972-12974 

205 . ....  12975 

230 . 11972 

262  _ 12207 

263  . 12207 

264  . 10911 

265  . 10911, 13492 

267 . 12414 

401 . 10723 

403 . 11972 

413 . 11972 

429 . 11972 

707 . 10912 

Proposed  Rules: 

Ch.  1 . 10177 

52 . 10750,  11309-11321. 

11678, 11843, 12020, 12522, 
12761,13242 
58 . 12022 

60  . 10752,  11490,  11557, 

12023 

61  . . 12188 

81 . 12023 

122 . 11126,  11680 

123 . 13242 

180 . 11680,  11681,  12762- 

12764 

230 . 11323 

260 . 11126,  11680 

264 . 11126,  11680 

410 . 11322 

466 . 12765 

610 . 11322 

720 . 12991 

41  CFR 

Ch.  18  (Parts  3,  4,  5) . 10489 

Ch.  18  (Parts  3,  20. 

Appendix  E) . 10495 

1-7 . 13217 

7-4 . 10912 

7-7 . 10912 

60-1 . 11253, 12205 

Proposed  Rules: 

1-4 . 10924 

9-1 . ...  12646 

9-3 . .'. . 12646 

9-4 . 12646 

9-7 . 12646 

9-9 . 12646 

9-16 . 12646 

9-23 . 12646 

9-50 . 12646 

29-15 . 11323 

101-43 . 11845 

101-47 . 11845 

43  CFR 

9. . 10707 

2090  . 10707 

2091  . 10707 

2200 . 10707 

2210 . 10707 

2220 . 10707 

2250 . 10707 

2260 . 10707 

2270 . 10707 

2300 . 10707 

2310 . 10707 

2320 . 10707 

2340 . 10707 


2350 . 

. 10707 

2920 . 

. 10707 

4100 . 

..10497,  12496 

Proposed  Rules: 

3100 . 

. 11557 

426 . 

.12991,  12992 

3500 . 

. 11557 

Public  Land  Orders: 

1109  (Revoked  by 

PLO  5849) . 

. 11973 
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3869  (Revoked  in  part 

by  PLO  5855). 
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by  PLO  5856). 
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. 10155 

5804 . 

..10707,  11973 
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5855 . 10707,  11973 
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. 10768 
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1 . 
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AGENCY  PUBLICATION  ON  ASSIGNED  DAYS  OF  THE  WEEK 

The  following  agencies  have  agreed  to  publish  all 
documents  on  two  assigned  days  of  the  week 
(Monday/Thursday  or  Tuesday/Friday). 

This  is  a  voluntary  program.  (See  OFR  NOTICE 

41  FR  32914,  August  6,  1976.) 

Monday 

Tuesday 

>»i — 

weanesaay 

Thursday 

Friday 

DOT/SECRETARY 

USDA/ASCS 

DOT/SECRETARY 

USDA/ASCS 

DOT/COAST  GUARD 

USDA/FNS 

DOT/COAST  GUARD 

USDA/FNS 

DOT/FAA 

USDA/FSQS 

DOT/FAA 

USDA/FSQS 

DOT/FHWA 

USDA/REA 

DOT/FHWA 

USDA/REA 

DOT/FRA 

MSPB/OPM 

DOT/FRA 

MSPB/OPM 

DOT/NHTSA 

LABOR 

DOT/NHTSA 

LABOR 

DOT/RSPA 

HHS/FDA 

DOT/RSPA 

HHS/FDA 

DOT/SLSDC 

DOT/SLSDC 

DOT/UMTA 

DOT/UMTA 

CSA 

CSA 

Documents  normally  scheduled  for  publication  on  a  day  that  will  be  a 
Federal  holiday  will  be  published  the  next  work  day  following  the  holiday. 
Comments  on  this  program  are  still  invited. 

Comments  should  be  submitted  to  the  Day-of-the-Week  Program  Coordinator. 
Office  of  the  Federal  Register,  National  Archives  and  Records  Service, 
General  Services  Administration,  Washington,  D.C.  20408 


NOTE:  As  of  September  2,  1980,  documents  from 
the  Animal  and  Plant  Health  Inspection  Service, 
Department  of  Agriculture,  will  no  longer  be 
assigned  to  the  Tuesday/Friday  publication 
schedule. 


List  of  Public  Laws 

Note:  No  public  bills  which  have  become  law  were  received  by  the 
Office  of  the  Federal  Register  for  inclusion  in  today’s  List  of  Public 
Laws. 

Last  Listing  February  19, 1981 


THE  FEDERAL  REGISTER:  WHAT  IT  IS 
AND  HOW  TO  USE  IT 


FOR:  Any  person  who  uses  the  Federal  Register  and 

Code  of  Federal  Regulations. 

WHO:  The  Office  of  the  Federal  Register. 

WHAT:  Free  public  briefings  (approximately  2Vz  hours) 
to  present: 

1.  The  regulatory  process,  with  a  focus  on  the 

Federal  Register  system  and  the  public’s  role 
in  the  development  of  regulations.  , 

2.  The  relationship  between  Federal  Register 
and  the  Code  of  Federal  Regulations. 

3.  The  important  elements  of  typical  Federal 
Register  documents. 

4.  An  introduction  to  the  finding  aids  of  the 
FR/CFR  system. 

WHY:  To  provide  the  public  with  access  to 

information  necessary  to  research  Federal 
agency  regulations  which  directly  affect 
them,  as  part  of  the  General  Services 
Administration's  efforts  to  encourage  public 
participation  in  Government  actions.  There 
will  be  no  discussion  of  specific  agency 
regulations. 

WHEN:  March  13  and  27,  April  10  and  24;  at  9  a.m. 
(identical  sessions). 

WHERE:  Office  of  the  Federal  Register,  Room  9409, 

1100  L  Street  NW.,  Washington,  D.C. 
RESERVATIONS:  Call  King  Banks,  Workshop 
Coordinator,  202-523-5235. 


Just  Released 


Code  of 
Federal 
Regulations 


Revised  as  of  October  1,  1980 


Quantity  Volume 


Price 


Amount 


Title  43— Public  Lands:  Interior 
(Parts  1  to  999) 

Title  45— Public  Welfare 
(Parts  150  to  199) 


Total  Order 


A  Cumulative  checklist  of  CFR  issuances  for  1980  appears  in  the  back  of  the  first  issue  of  the  Federal  Register 
each  month  in  the  Reader  Aids  section.  In  addition,  a  checklist  of  current  CFR  volumes,  comprising  a  complete 
CFR  set,  appears  each  month  in  the  LSA  (List  of  CFR  Sections  Affected). 


Please  do  not  detach 


Order  Form 


Mall  to:  Superintendent  of  Documents,  U.S.  Government  Printing  Office,  Washington,  D.C.  20402 


Enclosed  find  S _ Make  check  or  money  order  payable 

to  Superintendent  of  Documents.  (Please  do  not  send  cash  or 
stamps).  Include  an  additional  25%  for  foreign  mailing. 

Charge  to  my  Deposit  Accouit  No. 

mini  i-n 


Please  send  me  the  Code  of  Federal  Regulations  publications  I  have 
selected  above. 

Name— First,  Last 


company  name  or  additional  address  line 


State  ZIP  Code 


(or  Country) 

I  I  I  l  l  I  I  I  I  I 

PLEASE  PRINT  OR  TYPE 


Credit  Card  Orders  Only 

Total  charges  $ _ 

Credit  i — i — i — r 
Card  No.  1 _ I _ L L 

Expiration  Date  . — r 
Month/Year  LL 


Fill  in  the  boxes  below. 


For  Office  Use  Only. 

_ Quantity  Charges 

Enclosed _ 

To  be  mailed _ _ 

Subscriptions _ 

Postage _ 

Foreign  handling _ 

MMOB _ 

OPNR _ 

UPNS _ 

Discount _ 

Refund 


t ' 


t 


